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UNCLASSIFIED 

PAGE 01 CARACA 03774 221204Z 
ACTION HEW-06 


Message Text 


INFO OCT-01 ARA-14 ISO-OO OES-07 EB-08 COME-OO ( ISO ) W 

033963 231728Z/53 

R 212058Z APR 78 
FM AMEMBASSY CARACAS 
TO SECSTATE WASHDC 2020 


UNCLAS CARACAS 3774 


E.O. 11652: N/A 

TAGS: OGEN ETRD EIND TBIO VE 

SUB J : FDA ADVISORY-POSSIBLE DEFECTIVE LATEX GLOVES-RECALL T-076 


REF: STATE 094724 


GENERAL MANAGER OF LABORATORIES BAXTER C.A. ONE OF THE CONSIGNEES 
LISTED IN REFTEL, REPORTS THAT HE HAS RECEIVED THE RECALL NOTICE 
AND THAT NO STOCK CORRESPONDING TO PRODUCT IDENTIFICATION CODES 
HAD BEEN RECEIVED BY HIS COMPANY. 

VAKY 


UNCLASSIFIED 
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Copy: SINGLE 
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Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978CARACA03774 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7801 73-0741 

Format: TEL 
From: CARACAS 
Handling Restrictions: n/a 
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ISecure: 1 

Legacy Key: Iink1978/newtext/t19780432/aaaabaxu.tel 

Line Count: 33 
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Office: ACTION HEW 
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Original Handling Restrictions: n/a 

Original Previous Classification: n/a 
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Page Count: 1 
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Previous Classification: n/a 
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Retention: 0 
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Review Release Event: n/a 
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